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FEDERAL  TRADE  COMMISSION 
16  CFR  Part  305 

Use  of  Energy  Cost  and  Consumption 
Information  in  the  Labeling  and 
Advertising  for  Consumer  Appliances 
Under  the  Energy  Policy  and 
Conservation  Act;  Comparability 
Ranges;  Correction 

AGENCY:  Federal  Trade  Commission. 
action:  Technical  ccnrections  to  final 
rule  and  comparability  ranges. 

summary:  On  November  19, 1979,  the 
Federal  Trade  Commission  issued  a 
final  rule  that  requires  the  disclosure  of 
energy  efficiency  information  for  the 
following  categories  of  appliances: 
refrigerators  and  refrigerator-fi^ezers, 
freezers,  dishwashers,  clothes  washers, 
water  heaters,  room  air  conditioners  and 
furnaces.  Section  305.8  of  the  rule 
requires  affected  members  of  the 
appliance  industry  to  submit  to  the 
Commission  information  relating  to  the 
energy  cost  or  energy  efficiency  rating  of 
covered  appliances.  Using  this 
information,  the  Commission  recently 
published  (45  FR 13998,  March  3, 1980) 
the  ranges  of  energy  cost  or  energy 
efficiency  ratings  for  the  appliances 
covered  by  the  rule.  This  information 
will  be  used  by  the  industry  to  prepare 
required  labels  and  fact  sheets.  This 
notice  corrects  certain  technical  errors 
that  appeared  in  the  ranges  published 
on  March  3, 1980,  and  corrects  certain 
other  technical  errors  in  the  rule. 


test  procedure  definitions  for  compact 
and  standard  clothes  washers. 

Section  305.7(f)  and  Appendix  F  of  the 
rule  are  corrected  to  read  as  follows: 

“Compact  includes  all  household 
clothes  washers  with  a  tub  capacity  of 
less  than  1.6  cubic  feet  or  13  gallons." 

“Standard  includes  all  household 
clothes  washers  with  a  tub  capacity  of 
1.6  cubic  feet  or  13  gallons  or  more." 

A  second  technical  correction  amends 
Appendix  Dl — Water  Heater — Gas — to 
incorporate  the  ranges  of  comparability 
for  all  propane-fueled  water  heaters. 
This  correction  is  necessitated  by 
Department  of  Energy  test  procedure 
classifications  and  information  provided 
by  the  water  heater  industry. 

The  ranges  of  comparability  for 
furnaces  (which  incorporate  residential 
boilers  as  well)  incorrectly  failed  to 
delineate  ranges  of  energy  efficiency 
ratings  by  fuel  type:  electric,  oil.  and 
gas.  Appendix  G— Furnaces — is  thus 
amended  to  provide  ranges  of 
comparison  of  the  energy  efficiency 
ratings  of  furnaces  by  each  fuel  type. 

Finally,  a  number  of  technical 
corrections  have  been  made  so  that  the 
ranges  of  comparability  for  refrigerators 
and  refrigerator-freezers,  freezers, 
dishwashers,  clothes  washers,  water 
heaters  and  room  air  conditioners  now 
reflect  information  submitted  by 
industry  members  following  initial 
preparation  of  the  ranges  by  the 
Commission. 

The  revised  appendices  follow: 


EFFECTIVE  DATE:  These  corrections  are 
effective  on  March  25, 1980. 

FOR  FURTHER  INFORMATION  CONTACT: 
Lucerne  D.  Winft^y,  202-724-1560  or 
James  Mills,  202-724-1491,  Attorneys, 

,  Federal  Trade  Commission,  414 — 11th 
Street,  N.W.,  Washington,  D.C.  20580. 
SUPPLEMENTARY  INFORMATION:  The 
Commission  published  the  final  rule  on 
November  19, 1979  (44  FR  66466). 
Information  respecting  the  annual 
ranges  of  comparability  was  published 
in  the  Federal  Register  on  Monday, 
March  3, 1980  (45  FR  13998).  The 
published  ranges  are  applicable  to 
refrigerators  and  refiigerator-fi'eezers, 
freezers,  dishwashers,  clothes  washers, 
water  heaters,  room  air  conditioners  and 
furnaces. 

Appendix  F  of  the  final  rule  failed  to 
define  correctly  the  classification  of 
clothes  washers.  Section  305.7(f)  of  the 
rule  provides  a  basis  for  establishing  the 
size  of  a  clothes  washer  by  converting 
tub  capacity  into  gallons  of  water  with  a 
conversion  factor  of  eight  gallons  per 
cubic  foot.  This  measurement  does  not 
clearly  reflect  the  Department  of  Energy 


Appendix  kt— Refrigerators 

Ranges  of  estimated 
yearly  energy  costs; 
electricity 

~Low  High 


$18.00 

$25.00 

2.5  to  4.4 . 

20.00 

31.00 

4.5  to  6.4 . 

22.00 

31.00 

6.5  to  8.4 . 

22.00 

23.00 

6.5  to  10.4 . 

. . 

22.00 

35.00 

10.5  to  12.4 . . 

24.00 

37.00 

12.5  to  14.4 . . 

28.00 

41.00 

14.5  to  16.4 . 

. . 

(•) 

(') 

16.5  and  over . 

(') 

(•) 

'  No  data  submitted. 


Appendix  k2— Refrigerator-Freezers 

Ranges  of  estimated 
yearly  energy  costs: 
electricity 

Low  High 


Less  than  10.5 . .  $27.00  $38.00 

10.5  to  12.4 . 31.00  eO.OO 

12.5  to  14.4 . 31.00  89.00 

14.5  to  16.4 .  33.00  92.00 

16.5  to  18.4 . 45.00  88.00 

18.5  to  20.4 . 51.00  91.00 

20.5  to  22.4 . 64.00  69.00 

22.5  to  24.4 . 83.00  94.00 

24.5  to  26.4 . 79.00  109.00 

26.5  to  28.4 . 94.00  94.00 

28.5  and  over . . ...  (■)  (<) 


Manufacturer’s  rated  total 
refrigerated  volume 
in  cubic  feet 


Manufacturer's  rated  total 
refrigerated  volume 
in  cubic  feet 


Appendix  ^—Freezers 


Manufacturer's  rated  total 
*  refrigerated  volume 
in  cubic  feet 

Ranges  of  estimated 
yearly  energy  costs; 
electricity 

Low  High 

Less  than  5.5 . 

$18.00 

$34.00 

5.5  to  7.4 . . . 

17.00 

30.00 

7.5  to  9.4 . 

25.00 

37.00 

9.510  11.4 . . 

25.00 

41.00 

11.510  13.4 . 

26.00 

50.00 

13.5  to  15.4 . 

35.00 

70.00 

15.5  to  17.4 . . . 

40.00 

76.00 

17.5  to  19.4 . 

44.00 

76.00 

19.510  21.4 . 

46.00 

84.00 

21 .5  to  23.4 . 

49.00 

109.00 

23.5  to  25.4 . 

53.00 

56.00 

25.5  to  27.4 . . 

54.00 

65.00 

27.5  to  29.4. . . . 

64.00 

64.00 

29.5  and  over . . . 

84.00 

134.00 

Appendix  C.— Dishwaters 

Ranges  of  estimated  yearly 
Ranges  of  energy  costs;  heated  water 

comparability  _ 

Electrically  Natural  gas 

Low  High  Low  High 


Compact . (•)  (•)  (>)  (') 

Standard . $41.00  $80.00  $19.00  $39.00 


*  No  data  submitted. 

Appendix  Dt— Water  Heater— Gas 

Ranges  of  estimated 
yearly  energy  cost 

First  hour  rating  _ 

Low  High 


Less  than  21 . (')  (') 

21  to  24 . (•)  (•) 

2510  29 .  (')  (') 

30  to  34 .  $103.00  $192.00 

35  to  40 .  111.00  204.00 

41  to  47 . 110.00  197.00 

48  to  55 .  101.00  205.00 

56  to  64 .  102.00  262.00 

65  to  74 . 110.00  244.00 

75  to  66 .  113.00  255.00 

87  to  99 . 123.00  206.00 

100  to  114 .  124.00  285.00 

115  to  131 .  141.00  234.00 

Over  131 .  (•)  (•) 


'  No  data  submitted. 

Appendix  D2— Water  Heater— Electric 

Ranges  of  estimated 
yearly  energy  cost; 
electricity 

Low  High 


Less  than  21 .  $254.00  $327.00 

21  to  24 . 257.00  311.00 

25  to  29 . 254.00  350.00 

30  to  34 .  257.00  353.00 

35  to  40 . 259.00  345.00 

41  to  47 .  261.00  345.00 

4610  55 . 261.00  338.00 

5610  64 .  261.00  392.00 

65  to  74 . 261.00  414.00 

75  to  86 .  264.00  474.00 

87  to  99 . 273.00  423.00 

10010  114 . 278.00  614.00 

11510  131.. . 280.00  412.00 

Over  131 - ; . . .  322.00  372.00 


First  hour  rating 


'No  data  submitted. 
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Ranges  o(  energy 
effioieney  ratings 


nrsi  hour  rating 


-  17^  to  26/MW. 

O  <*)  26,000  to  4tim, 

(’)  (')  43,000  to  IBfiOO. 

(*)  (’)  60,000  to  76,000. 

$173.00  $222.00  77,000  to  03,000. 

204.00  205.00  g4,000  to  110,00( 

199.00  214.00  111.000  to  127XK 


68.30 

$6.00 

86.00 

•6.00 

66.00 

66.00 

60.40 

60.40 

63.37 

63.73 

63.79 

63.92 


Appondlx  E—ffoom  At  Conditioners 


Manutaclurer's  rated  cooling 
capacity  in  BTU‘s/hr. 


Comparability  (BTU  per  hour) 


5,000  to  10,000 _ 

II, 000  to  16.000.„ 
17,000  to  25,000..,_ 
26,000  to  42,000_ 
43,000  to  69.000„. 
60,000  to  78.000„. 
77,000  to  93,000..,.. 
94,000  to  110,000... 

III, 000  to  127,000. 
128,000  to  144/X)0. 
145.000  to  161,000. 
162.000  to  178,000. 
179,000  to  195,000. 
196,000  and  over.„ 


5.80010  6,299.-. 

6.30010  6.799-. 

6.80010  7,299-. 

7.300  to  7,799  __ 
730010  8,299-. 

8.30010  8.799  — 

8.80010  9399...- 

9.30010  9,799  — 

9.800  to  10399.- 
10300  to  10,799. 

10.80010  11399. 

11.30010  11,799. 
11300  to  12399. 
12300  to  12,799. 

12.800  to  13399. 

13.300  to  13,799. 

13.800  to  14399. 
14300  to  14,799. 

14.800  to  15399. 

15.300  to  15,799. 

15.800  to  16,499. 

16.500  to  17,499. 
17300  to  18,499. 

18.500  to  19,499. 

19.500  to  20,499. 

20.500  to  21,499. 

21.500  to  22.499. 


No  data  submitted. 


Ranges  o(  energy 
efficiency  ratings 


Comparability  (BTU  per  hour) 


5,000  to  10,000 _ 

II, 000  to  16,000— 
17,000  to  25,000.— 
26,000  to  42,000— 
43,000  to  59,000— 
60,000  to  76,000— 
77,000  to  93,000— 
94,000  to  110,000... 

II I, 000  to  127300. 

128,000  to  144,000. 
145.000  to  161,000. 
162,000  to  178,000. 
179,000  to  195,000. 
196,000  and  over _ 


24300  to  26,499. 

26.500  to  28,499. 

28.500  to  32,499. 

32.500  to  36,000. 


(1 

75.61 

76.20 

82.58 

83.77 

83.43 

83.08 

62.42 

88.00 

8238 

8a62 


'No  data  Submitted. 


Appendix  F— Clothes  Washers 


Ranges  of  estimated  yearly 
energy  costs;  heated  water 


*  No  data  submitted. 

Issued: 

Carol  M.  Thomas, 

HHih  Secretary. 

(FR  Doc.  80-8925  Filed  3-24-80;  8:45  am] 
5S  00  BILUNQ  CODE  eFSO-OI-M 


5,000  to  10,000.- 
11,000  to  16,000. 


Compact - ! _  $3300 

Standard. -  34.00 

$69.00  $9.00  $26.00 
163.00  13.00  56.00 

<  . .  ■  Appendix  QA—Fmiaces—Gas 

Ranges  of  energy 

•  n. ' 

efficiency  ratings 

Comparability  (BTU  per  hour) 

Low  High 

